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National Foreword 



This Philippine Agricultural Engineering Standards PAES 154:2010, Agricultural 
nnachinery - Hand Pump - Methods of Test was approved for adoption as Philippine 
National Standard by the Bureau of Product Standards upon the recommendation of 
the Agricultural Machinery Testing and Evaluation Center (AMTEC) and the 
Philippine Council for Agriculture, Forestry and Natural Resources Research and 
Development of the Department of Science and Technology (PCARRD-DOST). 



PHILIPPINE AGRICULTURAL ENGINEERING STANDARD PAES 154:2010 
Agricultural Machinery - Hand Pump - Methods of Test 

Foreword 

The formulation of this national standard was initiated by the Agricultural Machinery 
Testing and Evaluation Center (AMTEC) under the project entitled "Development of 
Standards for Agricultural Production and Postharvest Machinery" funded by the 
Philippine Council for Agriculture, Forestry and Natural Resources Research and 
Development - Department of Science and Technology (PCARRD - DOST). 

This standard has been technically prepared in accordance with BPS Directives Part 
3:2003 - Rules for the Structure and Drafting of International Standards. 

The word "shall" is used to indicate mandatory requirements to confonn to the 
standard. 

The word "should" is used to indicate that among several possibilities one is 
recommended as particularly suitable without mentioning or excluding others. 

In the preparation of this standard, the following documents/publications were 
considered: 

United States Patent 6694862B1 

http://www.ajayindustrial.eom/h andp_force&lift.htm 

http://www.waterencyclopedia.com/Po-Re/Pumps-Traditional.html 

http://www.cee.vt.edu/ewr/environmental/teach/wtprimer/pumps/pumps.html 

http://www.steelforge.com/alloysteels.htm 

http://www.survivalunlimited.com/watei-pumps/ohandpumps.htm 

http://www.cee.vt.edu/ewr/environmental/teach/wtprimer/pumps/pumps.html 
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Agricultural Machinery - Hand Pump - Methods of Test 



1 Scope 

This standard specifies the methods of test and inspection for a hand pump. 
Specifically, it shall be used to: 

1.1 verify the mechanism, dimensions, materials, accessories of the hand pump 
and the list of specifications submitted by the manufacturer; 

L2 determine the performance of the equipment; and, 

1,3 report the results of the tests. 

2 References 

The following normative documents contain provisions, which through reference in 
this text constitute provisions of these standards: 

PAES 153:2010 Agricultural Machinery -- Hand Pump - Specifications 



3 Definitions 

For the purpose of this standard, the definitions given in PAES 153 and the following 
shall apply: 

3.1 

base plane 

center line of the pump containing the center of the plunger in its highest position 

3.2 
discharge rate 

volume of water pumped per unit time 

3.3 

friction head 

equivalent head required to overcome the friction caused by the flow through the pipe 
and pipe fittings 

3.4 

full stroke 

operation of the pump from the topmost position of the handle to its lowest position 



3,5 

head 

quantity used to express a form (or combination of forms) of the energy content of the 

liquid per unit weight of the liquid referred to any arbitrary datum 

3.6 

overall height 

measurement from the topmost part of the hand pump to the base or pedestal 

3.7 

overall length 

measurement between extremities of the hand pump along its longer side including all 

protruding parts 

3.8 

overall width 

measurement between extremities of the hand pump along its shorter side including 

all protruding parts 

3,9 

static suction head (hi) 

vertical distance from base plane of the pump to the free level of water source 

3.10 

static discharge head (hi) 

vertical distance from the base plane of the pump to the discharge water level 

3.11 

total static head (hj,) 

vertical distance from suction water level to discharge water level, the sum of the 

static suction and discharge heads 

3.12 

volumetric efficiency 

ratio of the actual volume of fluid discharge to that of the piston or plunger 

displacement in one stroke. 

3.13 

water power 

theoretical power required for pumping 
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plane 




level of 
water outlet 



level of 
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Figure 1. Pump head measurement. 



4 General Conditions for Test and Inspection 

4.1 Role of manufacturer/dealer 

The manufacturer shall submit the operator's manual of hand pump and shall abide by 
the terms and conditions set forth by an official testing agency. 

4.2 Role of the operator 

An officially designated operator shall be skilled and shall be able to demonstrate, 
operate, adjust and make repairs related to the operation of the equipment. 

4.3 Test site conditions 

The pump shall be tested in a laboratory using a test rig. In the case of pump 
permanently installed, it shall be tested at the site where it is installed. 

4.4 Test instruments/equipment 

The suggested list of minimum test materials needed to carry out the hand pump test 
is shown in Annex A. 



4.5 Ambient conditioes 

The ambient conditions such as atmospheric pressure, temperatures (dry bulb and wet 
bulb) and relative humidity shall be recorded at equal interval during the test. 

4.6 Termmation of test for hand pump 

If during the test, the hand pump encounters major component breakdown or 
malfunction, the test engineer shall terminate the test. 



5 Test and Inspection 

5.1 Verification of the manufacturer's technical data and information 

This inspection is carried out to verify the mechanism, dimensions and construction 
material of the hand pump in comparison with the list of manufacturer's technical 
data and infomiation. All data shall be recorded in Annex B. 

5.2 Performance test 

5.2.1 This is earned out to obtain actual data on overall perfonnance of the 
equipment. 

5.2.2 Volumetric efficiency 

5.2.2.1 This is carried out to determine the ratio of the actual volume of water 
discharge to that of the piston or plunger displacement in one stroke. 

5.2.2.2 Actual Volume Discharge per stroke Determination 

In a bucket, measure the actual water discharge by the pump in ten (10) full strokes. 

5.2.2.3 Piston Displacement 

The inside diameter of the cylinder and the actual length of stroke shall be measured. 

Note: Piston displacement shall be computed using the formula given in Annex D. 

5.2.2.4 Volumetric efficiency shall be calculated using the formula given in Annex D. 

5.2.3 Energy expenditure of the operator 

5.2.3.1 The heart rate of the operator shall be measured at the carotid artery or at the 
wrist before and after operations. 

5.2.3.2 Estimated energy expenditure shall be obtained from the table presented below 
(Table 1). 



Table 1. Estimated energy expenditure (Christensen scale for work load). 



Physical work load 


Heart rate 
Beat/min 


Energy expenditure 
KJ/min 


Very light 


<75 


<20 


light 


75-100 


10-20 


Moderate heavy 


100-125 


20-30 


Heavy 


125-150 


30-40 


Very heavy 


150-175 


40-50 


Extra heavy 


>175 


>50 



5.2.3.3 The physical build of the operator such as stature, foiivard reach, hand length, 
etc. shall be measured. 

5.2.3.4 The items to be measured and investigated shall be recorded in the Annex C. 
5,2.4 Pump performance 

5.2.4.1 Suction head or suction Hft (hi) 

Suction head shall be measured from the water surface to the level of water in the 
discharge, as shown in Figure 1. 

5.2.4.2 Temperature of the liquid 

Temperature of the liquid shall be measured from the water discharge by the pump 
using a thermometer. All readings shall be recorded in Annex C. 

5.2.4.3 The number of full strokes of operator in one minute of operation shall be 
recorded in Annex C. 

5.2.4.4 The time spent and the number of strokes from no discharge state to maximum 
flow rate shall be recorded. 

5.2.4.5 Total discharge head, total static head and water power shall be computed 
using the formula in Annex D. 

5.2.4.6 Discharge of lift type hand pump 

5.2.4.7 The discharge of the hand pump shall be obtained. 

5.2.4.8 Pressure reading and computation of total dynamic head (TDH) for force type 

5.2.4.8.1 Pressure gauges shall be attached to the suction side (vacuum gauge) and 
to the discharge side (discharge pressure gauge) of the force pump (Fig. 2). 
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Figure 2, Pressure reading for force type hand pump. 

5.2.4.8o2 With the valve closed, the force pump shall be operated. The pressure 
readings shall be read and shall be recorded. This shall yield the maximum 
pressure that the pump can hold. The number of full strokes to sustain that 
pressure shall also be noted. 

5,2,4.83 The valve shall be adjusted to obtain new set of readings. The pressure 
readings for the respective discharge values shall be recorded. At least five 
(5) sets of pressure readings and amount of discharge shall be obtained and 
shall be plotted in the graph with the latter as the independent variable. 

5.2.4.8.4 The heads at the discharge and at the suction sides shall be computed using 
the formula in Annex D. 

5.2.4.8.5 The total dynamic head shall be computed using the formula in Annex D. 
5.2.5 All data shall be recorded in Annex C. 

5,3 Test trial 

There shall be at least three (3) trials to conduct the test. 



6 Test Report 

The test report shall include the following information in the order given: 



6.1 Title 

6.2 Summary 

6.3 Purpose and Scope of Test 

6.4 Methods of Test 

6.5 Description of the Machine 

Table 1 - Machine Specifications 

6.6 Results and Discussions 

6.7 Observations (include pictures) 

Table 2 -Perfonnance test data 

6.8 Name(s), signature(s) and designation(s) of test engineer(s) 



Annex A 



Suggested Minimum List of Test Equipment 



Items 


Quantity 


A.l, timer 

accuracy: 0.10 s 




A. 2 measuring tape 




A,3 discharge measurement 




bucket 

capacity: 22.7 L (5 gal) 




A.4 pressure gauge 
capacity: 1 kPa 




A.5 ambient conditions 




thermometer 




barometer 




A.6 calculations 




scientific calculator 




A.7 temperature of liquid 




thermometer 
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Annex B 
(informative) 

Specifications of Hand Pump 



Name of Applicant/ Distributor: 
Address: 

Tel No: ^ 



GENERAL INFORMATION 

Name of Manufacturer: 

Make: __^ 



Classification: 
Serial No: 



Brand/Model: 



Production date of hand pump to be tested: 

Testing Agency: Test Engineer: _ 

Date of Test: Location of Test: 



Items to be inspected 






ITEMS 


Manufacturer's 
Specification 


Verification by the 

Testing agency 


B.l overall dimensions 


B.l.l overall length, mm 






B.L2 overall width, mm 






B.l handle 


B.2.1 length, mm 






B.2,2 thickness, mm 






B.23 material 






B.2.4 weight (without counterweight), 
kg 






B.3 counterweight (if present) 


B.3.1 weight, kg 






B3.2 material 






B.3.3 means of attachment 






B,4 pump head assembly 


B.4,1 width, mm 






B.4.2 length, mm 






B,4.3 height, mm 






B,4.3 material 






B,5 discharge outlet 


B.5.1 width/diameter, mm 






B.5.2 length, mm 






Be53 thickness, mm 






B.5.4 material 






B.6 plunger/piston 


B.6.1 stroke, mm 






B.6.2 diameter, mm 
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1TEM.S 


Manufacturer's 
Specification 


Verification by the 
Testing agency 


B.63 thickness, mm 






B.6.4 material 






B.6.5 weight, kg 






B,7 cylinder 


B.71 bore, mm 






B.7.2 thickness, mm 






B.73 material 






B,8 gasket 


B.8.1 thickness, mm 






B.8,2 material 






B.9 check valve 


B,9.1 diameter, mm 






B.9.2 material 






B,9,3 type of filtering (if present) 






B.IO discharge valve 


B.lO.l diameter, mm 






BJ0.2 material 






Boll discharge, Lpm 
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ANNEX C 
Performance Test Data Sheet 



Items to be measured and Inspected 
C.l Water conditions 



C.1.1 source of water 



C.1.2 location 



Remarks 



C,2 Ambient conditions 



C.2.1 temperature 



C.2.1.1 drybulb/C 



C.2.1,2 wet bulb, "C 



C.2.1.3 relative humidity, % 



C.2.L4 atmospheric pressure, Pa 



C.3 Volumetric efilciency 


Items 


Trials 


Average 


1 


2 


3 


C.3.1 actual volume of 
water discharged in 1 full 
strokes, m^ 










C.3.2 piston 
displacement, m^ 










C.3.3 volumetric 
efficiency, % 











C.4 Energy expenditure 


Items 


Trials 


Average 


1 


2 


3 


C.4*l initial heart rate of 
the operator, beat/mi n 










C,4,2 final heart rate of the 
operator, beat/min 










C.43 estimated energy 
expenditure, kJ/min 










C.4.4 operator's build: 


C.4.4.1 forward reach, m 










C.4.4.2 hand length, m 










C,4,43 others: 










C.5 Pump performance 


Items 


Trials 


Average 


1 


2 


3 
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C.5,1 total suction head 
(hi), m 










C.5.2 discharge 
temperature, °C 










C.5.3 time to max. flow 
rate, s 










C.5.4 number of strokes 
to max. flow rate, s 










C.5,5 discharge 
capacity, m^/min 










C.5.6 pressure (for 
force type), kPa 










C.5.7 total discharge 
head (ha), m 










C.5.8 total static head 
(he), m 










C.5.9 water power, kW 











C6 Pressure reading and total dynamic head 


Items 


Trials 


1 


2 


3 


4 


5 


C.6.1 pressure reading at the 
suction side, Pa 












C.6.2 pressure reading at the 
discharge side, Pa 












C.63 head at discharge, m 












C.6.4 gauge coiTection 
factor at suction side (zi), m 












C.6.5 gauge coiTection 
factor at suction side (zz), m 












C.6.6 discharge (Q), m" 












C,6.7 number of full strokes 
to sustain the pressure 













C.7 Other observations 


Remarks 


C.7.1 ease of operation '^ 




C.7.2 detached welded parts 




C,7.3 loosened bolts 




C.7.4 number of gaskets replaced during test 




C.7.5 miscellaneous: 





rating: 1 - very good 

2 - good 

3 - satisfactory 



4 - poor 

5 - very poor 
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C.7 Plot of discliarge pressure versus discharge 
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ANNEX D 
Formula Used During Calculation and Testing 



D.l Piston displacement 



^ct- 



where: 



P^ piston displacement, m"^ 

D piston diameter, m 

h maximum length of stroke, m 



D.2 Total static head 
where: 



Hg total static head, m 
hj total suction head, m 

h2 total discharge head, m 



D.3 Total discharge head 
where: 



h2 total discharge head, m 
hci discharge head, m 
hf friction head, m 



D.4 Total suction head 
where: 



hj total suction head, m 
h^ suction head, m 

hf friction head, m 
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D,5 Friction head 



/i 



¥' 



where: 



h- 


mg 






hf 
f 


friction head, m 
coefficient of friction loss 




L 
D 

V 

g 


pipe length, m 
pipe diameter, m 
velocity of the water, m/s 
acceleration due to gravity, m/s' 



D.6 Water power 



WF - 



mi 



where: 



WP water power, kW 
Hu total static head, m 
Q discharge rate, L/s 



Do7 Volumetric efficiency 



n 






<100 



where: 

n vokimetric efficiency of pump, % 

Oa actual discharge, m"^ 
Pd piston displacement, m 

D.8 Total dynamic head 



TDE - fi^ 



where: 



TDH total dynamic head, m 
hd head at discharge side, m 
h, head at suction side, m 
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D.9 Head at the discharge side 






^d 



where: 



hd head at discharge side, m 

P2 pressure at discharge side 

V cohimn velocity at the discharge side, m/s 

g acceleration due to gravity, in/s 

Z2 gauge correction factor, m 



D,10 Head at the suction side 

ft. -■ P 



where: 



V 



20 



//, head at discharge side, m 

Pj pressure at discharge side 

cohmm velocity at the discharge side, m/s 



acceleration due to gravity, m/s 



zj gauge con'ection factor, m 
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